1638                                 UNIT  CONSTRUCTION   COSTS
Account 9015.21- --Exhaust Pipe    Supporting Structure.
This account covers the cost of a number of exhaust pipe hangers supports and staging used in erecting exhaust pipe. It is not a good cost.
Account 9015.22-  -Exhaust Pipe    Excavation.
Account 9016-   Water Pipe    Excavation and Backfill.
This account covers the excavation of a trench about l\ ft. deep, through red clay and boulders, for a Hi in. wood stave* pipe and the
backfill after the laying of the pipe.
Account 9016.01'-.......Water Pipe   Cost and Erection.
Thin account covers the cost of all the material listed below and the labor of its installation. Here is listed all the water piping about the power house the 30 in, cast iron *urtion pipe Hue from the cooling tower to the pumps; the "20-in. wooden lines from the pumps to the equalising tank; the HV-in. wooden line from the jet condenser to the cooling tower, and the Ill4n, wooden lines from the equalising tank to the cooling tower; the 12 in. east-iron lines from t lie circulating pumps to the jet condenser; the H-'in, line from condenser to condensed water pump house; the 0-in. line from cou<ien>e<! pump house to heater house, etc. (See Fig, (>!$«)
1998,7, 4-in, nmehine tmuded ml wood pipe \\ilh rnUnr*.  fNotuwdnt.
New Smelter)...........,.,..,............     .......      $397,74
354.6 ft, 2(>-iii. nmehine Imndtui mhvnud pipe \uth t?**Unr««         .   .....        3(15,24
lil()4.2 ft. ItV-in. »inrhin<* lmnd**d n*dw*«*d pi|**» \vttl» rolhir-i. ,   . ,,.,   ,        HOI.28
22 flanged wwplingM...........           .                    .           ,......, ., .        590.00
Freight on the above item*    .............        <Ki2,00
Two 12-in. check vnlvr*................                 ....          97.00
Four I2-in. gate vnlvt'N  , ,.....         .                                                 ,        172,00
Threes 20-iit. gate valven. .. , ,       .               .                             .,.,.,        283.50
Freight on the above- itwiur.,.,.....,     . ,     .   ,           ........, ,.        170,38
Throo 2(}-in. flnnged, iron !««!>*, !iri»ii/,i*ifit»iiiifnl, i|«iil*I** Knf** vulven...        403.49
Five No, 20 gfUigtt oopper phit«*H , . ,......           .........          30,28
Two <uiHtriron hell ttttd Dmtgi* ftttitigM» «..it»rll l^ml^                  ,   ,   .....          Hi. 11
Freight nnd pattern* cm nhove  . , . . .                              ........ ., ,          78,00
220 lh. doth inMerfton pnrking... . . ,..............   .         , , .   ...         01,50
Beit Mfg. Co. pip?,.,.',.,..,,.,..,,.......______,     .       .......     11,008.92
Pipe, ftttingH, inbio'l nmteriid ..,.,,..,..,.....,,..,,.,........, , . ,.     2/»03.44
$10,437.88
Account 9016.02-   Water Pipe- - Painting*
This coven* tht* jiaiitthig of tin* jiijtr in lKUti.01 that was above the ground. Crane pipe machine 12 in ...........	1,500.00    163,59      1,663.59
